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The Best There Is. 



OWNER'S MANUAL 

MtVl JMPOPTANr. 

Sav9 This BooMmt. Carefully read this entire manual before using your new Browning firearm ^ 



(BALUSTIC OPTIMIZING 
DKJOO SHOOTING SYSTEM) 




NEW GUN OWNERS RECORD 




KEEP THIS RECORD FOR FUTURE REFERENCE 
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These are additional instructions specific to (he is insiulkxl on your new A-Buh II or 

B:\K Mark li rifle, You must mad anti underhand the cautions and proper liandlinj? procedures omllnetl 
in this booklet and in the manual received wiili your rifle l>efore using your new BOSS ecjuipped rille, If 
ynu are rnis,dng the operating manual for your rifle, wc will send you a free jnanual on request, 



CAUTION: THE THREADING ON YOUR BARREL IS FOR BROWNING BOSS COMPONENTS ONLY. DO NOT 
INSTALL ANY OTHER DEVICE ONTO THE BROWNING BOSS BARREL. DO NOT INSTALL THE BOSS DEVICE 
ON ANY RIFLE WHICH IS NOT DESIGNED AND FITTED FOR THE BOSS BY BROWNING. DOING SO MAY 
CAUSE SERIOUS INJURY OR DEATH TO YOURSELF OR OTHERS. 



The BOSS on vour new A- Boll II an<l BAH Mark II 

4 

is a revolutionarv' paleniecl achieve mem in lireann 
ballistics. Never before has any tlcvia* so dramaii- 
cully improved the overall perforniantv of a rifle. 
The browning BOSS gives you excelleni “oui-of- 
ili e-box ' accuracy along wiih signiflcani iett>il rc- 
duciion. Ii sets a new standard of rifle perfor- 
mance. 

General Operation 

The BOSS iHallbiic Opiimiring Shooting System) 
allows you to fine Umc atxuracy by modifying the 



vibrationb of y-our rifle's l>arre] using an adju.stahle 
weight .system, 

Every lime a rifle us fiaxJ. barrel vihrailnns are set 
in molion. These vibrations occur in all directions, 
ev'en back and fonh along the axis of the bai rel. 
Browning research has (X)nnrmed thai baiTcl vil)ra- 
tions are ihe priniaiy* caase of inaccuracy. Barrel 
vihraiioas are influ entx'd bv manv factors such as 
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bullet lype. iMillel weight, primers, different pow- 
ders and barrel c'cnllgu rations. 

IVuited in Japan 981110 



T>r\00 (BALLISTIC OPTIMIZING 
DWdd SHOOTING SYSTEM) 
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The DOSS adjusts liming of barrel vibraiions so Ihe 
bullet consistemly leaves (he rifle muzzle ai the 
most advantageous time. Once the BOSS is ad- 
justed to this “sweet spot" for a given ammunition, 
your rifle will consistently deliver cxiraorUmarily 
tight groups. With precision ammunition, BOSS 
equipped rifles of many calibers are capable of 
100 yard, one hole groups. The smallest 3-shoi 
group obtained during the BOSS development 
measured an incredible ,05r at 100 yards, using 
factory loaded hunting ammunition. No longer will 



you need to uy' a \^aricty of ammunidons to obtain 
acceptable accuracy. With the BOSS you can tune 
yuur rilk to gel (he opdnutm accuracy for all avail- 
able factory loads, 

\t1ien adjusted to (he ‘ sweet spol** the BOSS will 
compensate for slight deviations in ammunition 
velocity. Ihe BOSS will not, h(mx*>er, coitipcmsaie 
for poor shooting c)r llyers caused by low quality 
bullets and amnumilion. 

TO OBTAm THE WGWEST tfl'f L Of ACCOBACY 
fBOM YOUH HiFLE IT IS RECOMMENDED THAT 
THE RIFLE BORE BE CLEANED EVERY 12 TO 1$ 
ROUNDS. SEE "CLEANING THE RIFLE BORE" 
SECTION OF THIS BOOKLET FOR CLEANING 
PROCEDURES. 

Muzzle Brake Feature 

WARNING: THE "BOSS" INCLUDES A RECOIL 
REDUCING MUZZLE BRAKE WHICH PROVIDES 
SUBSTANTIAL INCREASED NOISE/MUZZLE BLAST. 
ALWAYS WEAR HEARING PROTECTION TO 
PREVENT HEARING LOSS OR DAMAGE. 

The unique exhaust hole pattern on the BOSS pro- 
vides considerable recoil redudlon. Recoil reduc- 



tion of the BOSS ranges from W to 50 % — 
depending on caliber, weight of rifle, etc. 

You w'ill experience an increase in noise and 
concussion (muzzle blast) when a BOSS equipped 
rifle is fired. Hearing protectors (shooting ear 
plugs or muffs) sltould always be worn to guard 
against hearing damage when shooting a BOSS 
equipped rifle. Wear shooting glasses to protect 
your eyes from flying particles. j\lw'ays keep a safe 
distance between the muzzle of your firearm and 
any person.s nearby, as muzzle blast, debris and 
ejecting shells could inflict serious injury. 

BOSS Specificatlone 

'(’he BOSS body length Is 2 inches for all calibers, 
The size of the gas vent holes and hole pattern is 
the same for all calibers. The size of the bullet exit 
hole is the same for all calibers except for the 33fi 
UTn. Mag, and 375 llSdl. The thread sybiem lor 
the 53B Mag. and the }75 H&H is different 
from other calil'jers to rule out the possibility of 
accidentally switching components and creating an 
unsafe combination. 



Each BOSS cx>nsisLs of a micro-adjustable locknut 
and body (Sec Figure I). 11ie body of (he BOSS 
consists of a weight and muzzle brake, The weight 
and muzyle brake are affixed by I.OCTITE’', 

The micro-adjastalile locknut has a micrometer 
adjustment ring. 

To obtain (he utmost ZLxmcy from your BOSS 
equipped rifle It Ls very impoftani that the inicro-ad- 
jusmble locknut and bwly are always tight, 

77ie '‘Sweet Spot** 

Precusion accuracy from the 1K)SS system is 
achieved by calibrating your rilk caliber and ammo 
wilh a "sweet spot” setting. The sweet sj-K)! ' chan 
in this manual lists average or suggested "sweet 
spots." Tliese settings were determined through ex- 
tensive testing by ll^e Browning Research and De- 
velopment staff. "Sweet spots' may vary' bc-lween 
rifles of identical speciflcailons with a given ammu- 
nition. Even one quarter ctf a turn away from the 
“sweet spot" cran cause a group to spread as much 
as one inch or more. We suggest you use our listed 
“sw-eel spot' setting as a slatting point In deteimin- 
ing the exact "sweet spot" selling for your particular 





CahbfSto tha BOSS sc “O' ltf>es vp w>th ihs hatch mah( 
on ths bsrrsi. 



The micro'Sid)vstsbie kxknut must tye bonomaC cut. 




Rotate the micrometer sdiijstmant rmg 




rifl<e M\d make adjusimems atcor<.lin>{lv NOTE: 

ANY CHANGE tN BOSS SETTm MA Y SUGHTL Y 
ALTER YOUR RIFLE'S POINT OF IMPACT. [i\ rcc- 
<>imncmk\l you scl ihc 1K)SS “swat spo(’ setting 
Ik* fore siphiing In your rlHe for vvirkljK*^ aiKl eleva- 
lion. The H()Ss was testeil in full lum, I 2 am! 1 h 
uim incrementN. Tighter groups may lx* acliieuxi 
with the BOSS tested in otlier pixvilions. On the 
chart, foLiiul later In this manual. '.su«H .sp<Hs*‘ are 
listed by [)oth ammunition and model. Settlings not 
listed either do not apply or are lor ainiminilion 
not yet tested. 

Preliminary Adjustments 

More sddng your *.stveet sp(X." it is irr^wfam ifui your 
BOSS is ejlilirated with tlx Iwrni IliK will wiMirc ihit 
your riHe is consistent \viih iho?e tested In Hniwning Ke- 
seardi and f)e\clopmcnt when BOSS spots' wen- 
dc-Lermined, 

To find out if your BOSS na*d> lo be calihralitl, loosen 
the micro-adjuslahle locknut and turn it 
until It IxHloms out on llto threads of the BOSS — or will 
not loosen any furiha If voiir BOSS is callhratetl. tlic ’0“ 
on the iiiKTonK'ter adiasinxm ring will line up v\ith the 
loo^tudmal hatch mark on the barrel ‘See Figua* 2i 



If the 'O ’ I.Mi't aligiKxl w'ith the longitudinal liaidi 
mark, you will nevd tocalihrate your BOSS. Move 
tile mieromcier adgistmeni ring on the lx)ttom <>l 
the mkro-adiuMiiNe locknut y> that the ‘ir Is 
aligned with the longitudinal hatch mark. To acljuM 
the microDieler adju.simem rtng, insert your linger 
nail or a .sum II pointed object in the split of die 
ling and ruiaie the ring (See Figure 5K 

Setting your Rifle to the “Sweet Spot' 

l ull lum '.sweet ''(Mif sciungs or graduations aa* 
numbered MO and inscribed on the Imrrel of vour 
rifle tSev Flgua* iK Smaller. 1 10 lum increments 
are inscribed on tlx* mliTomeler adiu.'*! merit ring 
tSc*e Figure To .sc*i the 'sweet spot." the micro 
adjustable locknut Is turned either clockwise or 
counienlockwjse until it is aligned wit It the 
de.sired ".swcvi sjx)!’ numixr inscribed on your 
lilies barrel- One full revolution of the micro-ad- 
justable locknut indicates one full change in 
setting Of one index mark on the harrd, 1 10 turn 
increments are set \v^ rotating the miao- ad just able 
locknut until iIk* desred .setting lines up vvilh the 
haidi mark on the barrel. 







i 





NOTE: U is nol necei^rv' co calibrate your 
BOSS on the barrel wiih each change in ‘ swcci 
spot" selling. However, you should check the 
K)SS periodically to assure proper alignment, 

3 Sina‘ the ‘'swm spot" is listed at 6,0, the 0 
inscribed on the micrometer adjustment ring 
sliould line up with the Iwtch mark or longitu- 
dinal line on the barrel (See Figure 6), 

4 Tighten the IxKly of the BOSS so it. i,s secure 
af^inst the micro-adit wiable locknut. Use the 
special wrench supplk^d with your rifle. Insert 



IMPORTANT: Wlien ad|usilng the ‘sweet spot* 
make sure yoti grip the knurled surfate of the 
locknut. The knurled portion of the micro-adjust- 
Mt locknut and microfueier adjiisimeni ring must 
rotate togetlier to ensure a pa*cise "sweet spoT 
seiting and reiainment of proper calibration. 

CAUTION: WHEN SETTING THE "SWEET SPOT' ON 
YOUR RIFLE MAKE CERTAIN YOUR RIFLE IS 
FULLY UNLOADED AND THAT THE RIFLE'S 
SAFETY IS IN THE "ON SAFE" POSITION AND 
YOUR RIFLE IS POINTED IN A SAFE DIRECVON. 

EXAMPLE 1 — 

1 Suppose you have a 270 calil>er A- Bolt I) rifle 
and are sighting in with 150 gr. cartridges. 
Referring to (he ‘ sweet spot’ chart you will 
find the aventge ‘'sweet spot” is 6.0 for a 270 
A-Boh II with 150 gr. ammo. 

2 After having made sure your BOSS is calibrated 
properly on the barrel, rotate the micro-adjust- 
able locknut counterclockwise six full revolu- 
tions. The edge of the micromclei adjustment 
ring should line up or rest on the marking for 6 
on the barrel of the rifle. 



the wrench through one end of an exhaust 
hole and out through another. It is recom- 
mended to insert the wumdi through the 
smallest set of holes (K>ssible, Turn clockwise 
until the IxKly and micro-adjustable lockntu are 
tight (See Figure 7). 

CAUTION: REMOVE THE WRENCH FROM THE 
BOSS EXHAUST HOLES BEFORE FIRING YOUR 
RIFLE. FAILURE TO DO SO CAN CAUSE INJURY 
TO YOURSELF OR OTHERS. 

EXAMPLE 2 — 

1 Suppose you have a 300 \X'in. Mag. BAR Mark 
U rifle with Fetlcral 180 gr. cartridges. Referring 
to the 'sweet spof diarl you will find the aver- 
age ‘‘swxti spot” is 2-5 

2 Calibrate your BOSS and rotate the micro-ad- 
justable locknut counterclockwise until the 
edge of the micrometer adjustment ring lines 
up or rests on U»c marking for 2 on the barrel. 

3 Since the “sw’eet spot” is listed as 2,5, the 5 
inscribed on the micrometer adjustment ring 
should line up with the hatch mark or vertical 
line on the barrel (See Figure 8). 






5 




Figure 9 



Bsrrol Mounting Screw 



Trigger Guard Screw 



A-BoUll 




Foreann 
Lockif>g Screw 



BAR Mark II 




CAUTION: WHEN ADJUSTING THE SWEET SPOT 
NEVER SET THE BOSS BEYOND THE 10 SETTING. 

WKIi ihe BOSS sec l^eyond 10, the BOSS could 
l)ccx)me ](x«e. misaligned nr full off when firing 
llie rille. This could resiilr in sciiaus injur> to 
vuuf.scif or Olliers. 
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IMPORTANT: Eacli lime you set the "sweet spoi*', 
the body of the BOSS nuisi lx* tight iigainsr the 
micro-ad jUNlahlc locknul. Failure to keeji the 
componenrs tightly kxkcd will adversely affect 



I I ‘sing the S|>cd:il wrench, lighten ihe body of 
the BOSS so it is secure against the locknut. 

Yu uf BOSS system is now calibnilcil for Fcxl* 
eral 180 gr, ammo using a 300 Win. Mag. B.\R 
Mark li. 

More Precise Adjustments 

II you desire lo luflhcr expcrimeni anti po.ssibIy 
obtain even tighter groupings, lum ilte micro- 
acljusilable locknut 1/4 of a lum clockwise, and fire 
your rifle al your urgei. If groups open up, turn 
ihc micro-adjustable locknui counictdockwisc* and 
sight- in at diffetem 11 turns until you ai*e satisfied 
with ynur groupings, Again, ‘sweet spots" may 
vary between rifles ol identical speeificalions with 
a given ammuniiiun, .As in any sighting* in process, 
best results arc obtained through trial and error. 
You may need to retune the BOSS should you 
decide to shoot different brands, lots and types of 
ammunition. 

Be sure lo keep a record of your rifle’s “sweet 
spots. ' especially if you use your rifle for different 
game and shorn different loads. 



aauracy. NOTE: The barrel mouiuing screw and 
trigger guard scrc'W on llic .VBolr rifle .should also 
be fully righrened f5ee Figure 9), II’ ihe barrel 
mourning screw and trigger guard scivw are 
loose on your .A -Holt II, tighten the barrel mcninl- 
ing screw before tightening the trigger guard 
•screw'. On die BAR Mark 11, fi^e forearm locking 
.screw should be kept fully lightened (See Figure 
10) to obtain and retain ihc Ix'Sl possible accu- 
racy from y^ur rifle. 

Nylon Locking Device 

A strip of nylon in the threaded port ion ol ihe bar- 
rel helps keep the “swexM sptx' po.sitioned, This 
locking device kee[)s the comjX>nem.s light to liie 
barrel, wliidi is es.seniial to optimum accuracy 
(See Figure ll). The nylon rmty become worn with 
prolonged use and may require replacement. 
Replaecmenl nylon locks are a\^ liable from llie 
Browming Part.s Dept, in Arnold. Missouri. 





Care of your BOSS equipped rifle. 

I he i.s a precision lastrument. IN ORDER 

FOR THE BOSS TO OPERATE EFFECTIVELY IT 
IS VERY IMPORTANT YOUR RIFLE REMAINS IN 
THE SAME CONDITION IT WAS PURCHASED. fT 
1$ ABSOLUTEL Y NECESSARY FOR YOUR 
RIFLE'S BARREL TO REMAIN FREE-FLOATING 
AND THE ACTION PROPERL Y BEDDED. 

Ihis holds true for either ilie A- Bolt II or BAR 
Mark II. To check for adequate clearance, ii is rec- 
ommended that a piece of paper, fokkxl oncx*. lx.* 
able to pass hemeen ilie barrel and .stock uilhoni 
any interference. If the barrel is not free-floating, 
lake your rifle to a competent gunsmith or .send it 
to the Browning Ser\ice Facility in Arnold. 
Missouri. Special rul'>l')er l^eddlng in il>e Ixirrel 
mounting screw area and magazine well area of 
your BOSS equipped A-Iioll II rifle is installed at 
the factor}* and aids greatly In impro\ing accuracy 
(Rubber bedding not needed for the BAR Mark 1 1.) 
If you have any modllkaiions done to ytmr slcnk, 
make sure the rubl*>er l*>eddlng has not Ireen al- 



tered. If the aibber bedding on your rifle has Ixvn 
modified send your rifle to the Brow'ning Serv'Ice 
Kadlity in Arnold, .Missouri. 

Cleaning the Rifle Bore 

To maintain utmost aciuracs Irom your BOSS 
equipped rifle, or ans rille, extensive testing has 
proven tliat the rille i)ore must lx* cleaned every* 

12 to IS rouneb, 

CAUTION: BEFORE CLEANING YOUR RIFLE MAKE 
CERTAIN YOUR RIFLE 1$ FULLY UNLOADED. THE 
MAGAZINE IS REMOVED. THE SAFETY IS IN THE 
"ON SAFE" POSITION AND YOUR RIFLE IS 
POINTED IN A SAFE DIRECTION. 

\X*e highly recommend that \ our rifle be cleaned 
with the BOSS installed on vour barrel. On the 
A-Boli II, remove the bolt and dean from the 
l*)reech end. 

The BAR Mark II, by design, must be dcancxl from 
llic muzzle. Use extra caa* in cleaning to avoid 
damaging the muzzle crown. 

Modern cartridge jackets are made mainly of 
copper and zinc. Tlicse metals glide c*asier and 



increase* bara*l life, however, residues from copper 
and zinc also .stick to the barrel and require more 
frequent cleaning. As top lx*nchrcst shooters have 
known for decades, cx>pper solvent is the key to 
cleaning a barrel for optiimim accuracy. The 
recommended cleaning procedure is as follows: 

1 Clean the l>ore w ith a good }X>w der solvent to 
remove all traces of powder residue. Perlbrm- 
ing this step before the application of a copper 
solvent will prevent the lx)re from refouling 
with copper so readily. 

2 Swab the iMjre with a g<vxl cop]>er solvent 
using live manufacturer s recommended 
procedure. After neutralizing the solvent, 
generally with oil. it is Imponani to swab the 
lx>re dry. Swabbing the Ivore drv' will reduce 
copper buildup. 

NOTE: DC NOT USE SOLVENTS OF DIFFERENT 
MANUFACTURERS CONCURRENTLY. A 
CHEMICAL REACTION MA Y RESULT THAT WILL 
CORRODE EVEN STAINLESS STEEL BARRELS. 
171$ IMPORTANT TO FOLLOW THE MANUFAC^ 
TURERS RECOMMENDATIONS EXACTLY. 



i [l absolutely necessary, the BOSsS may Ivc 
removed to ladl irate cleaning your rille, 

IN CLEANING THE BAR MARK II WITH THE 
BOSS REMOVED. THE PLASTIC CAP (CROWN 
AND ACCURACY PRESERVER). PROVIDED 
WITH THE BAR MARK II, SHOULD ALWAYS BE 
USED TO PRESERVE THE MUZZLE'S CROWN. 

NOTE: WHEN CLEANING THE BAR MARK II 
ALWAYS MAKE SURE THE CAP USED 
MATCHES THE CALIBER OF THE RIFLE BEING 
CLEANED. THE CALIBER 1$ MARKED ON THE 
END OF THE CAP. 

Clean the BOSS by unM'rew ing the body and 
mkTo-adjusiable locknut from the rifle. 'X ith 
tile compivnents disassembled, wipe each 
convponent with oil. Browning Oil is excellent 
for 1 hi^ application. Lightly oil all tlimads and 
make .sure tlie exliau.st holes are free of 
obstructions, 

REMEMBER TO REMOVE THE PLASTIC CAP 
WHEN REASSEMBLING THE BOSS ON THE BAR 
MARK tt. 







4 Reassemble ) our BOSS by screwing on the 
miao-adju stable lotkmu and then the BOSS 
body. After taking apart the BOSS it will be 
necessary reset the "swcel spot/ 

MAKE CERTAIN ALL CLEANING PATCHES ARE 
REMOVED FROM THE BARREL AND EXHAUST 
HOLES IN THE BODY OF THE BOSS BEFORE 
FIRING YOUR RIFLE. 

Wfien fifing for extreme accuracy, alter clean- 
ing the bore it is recommended two fouling 
sfiots be fired before firing for accuracy- 
Additionally, it is recommended ilic rifle be 
allowed to cool ever)* ihrec rounds. 



A-eon il BOSS Parts Listing 



Caliber 


l/icknui 


Body 


Weight 


22-2SO Rein. HunUnjt 


X* 


F 


M 


22-2S(i Kcm. Vamiinr 


I; 


K 


V 


223 KeiD. Huniii^! 


X 


F 


M 


2Z3 Rein. Vannini 


F 


K 


V 


2 U Win. 


X 


F 


.M 


2M)6 Rem 


A 


F 


M 


270 Win. 


A 


F 


M 


Tmni'iK Rt-m. 


X 


F 


\1 


mSxiQ. 


A 


F 


.M 


30S Win. 


Y 


Q 


X 


3(W)6 Sp^. 


7. 


0 


P 


''mm Kem. MaR. 


C 


<t 


X 


.W Win. .Voft. 


C 


0 


R 


3,^ Win. Mag. 


0 


It 


T 



BAR Mark It BOSS Parts Listing 



LiAtbet 


locknut 


liody 


Weight 


2^3 Win, 


B 


F 


M 


270 Win. 


B 


F 


M 


308 Win. 


C 


0 


N 


30-06 Sprg. 


C 


(j 


P 


7mm Rem. Mag. 


W 


<i 


N 


300 Win. Mag. 


W 


0 


R 


338 Win. Mag. 


n 


H 


T 



^Phen ordemtg parts, please list ihe /wrf namt' and letter 
desiguaiUm, caliber, itxf model and the serial number. 




Sweet Spots 





BulkC 


Ammo 


A-Bok 


BAR 


Caliber 


Wt Gf^ 


Mfr. 




7mm Rem Maj* 


180 


M 






"mm Rem M^ig 


i6h 


Hmdv 

• 






7mm Kcm Mag 


lOS 


t>d 


6.5 


6 


7inni Rem Mag 


162 


Hmdv 


5.75 


5.75 


7nun Rem Mag 


ISO 


Fed 


3 


2 


7mm Rem 


130 


Hmdy 


2.5 


15 


7tnrti Ri'tn Mat' 


>20 


Ilrodv 


1 


1 


•33« \t'in Mag 


2V) 


led 


675 


425 


33S >X'in Mag 


230 


Win 


625 




•33S ’^in Mag 


223 


led 


5.25 


0.5 


,338 'X'lnMag 


210 


M 


1 


1 


33« Win Mag 


iW 


Wm 


f25 


3 «. . . 


,308 Wm 


1K0 




5.25 




•30H Wjji 


168 


Hrntlv 

4 


4 




.=»HWin 


m 


Fed 


2.5 




•300 Win Mag 


220 


W'in 




6 


,300 Wm .vUg 


200 


Fill 


5.5 


6 


,3(X) Win Mag 


190 


Win 




1 


,3i)D Win Mag 


180 


Win 




4 


300 Win Mag 


m 




8.5 


2.5 


.300 Win Mag 


m 


Kem 


1 




.300 W'in Mag 


16S 


Hrnil)’ 


1 


1 


.300 Witi Mag 


150 


Wm 


0 


9 


.30*0() Spi'g 


m 


Win 


ID 


-? 


,30*06 Sprg 


180 


HnicK 

4 




5.25 


.30*06 S[>pg 


IW) 


I'ed 


5 


5 



.30*06 .Sprg 


175 


Fed 


7.2 




.30*06 Sprg 


165 


Win 




2.5 


.30*06 Sprn 


165 


Hmdy 




3 


,30*06 Sprg 


150 


Hmdy 


3 


2.25 


30*06 


150 


Fed 


1.5 


2 


.280 Rem 


165 


Rem 


6 




,280 Rem 


150 


Fed 


5 




.2H0Rcm 


140_ 


Fed 


4 




.270 Win 


150 


Fed 


6 


4 


,270 Win 


140 


Rem 


3.5 


3 


.270 Win 


130 


Fed 


2.5 


2 


,270 Win 


100 


Rem 


3.5 


1 


,25*06 


117 


Fed 


6 




.25*06 


no 


H/ndv 


3.5 




.25*06 


90 


W'm ' 


2,25 




.243 Win 


100 


Win 


5 


2.5 


.24.3 Win 


80 


Fed 


3 


2.25 


223 Rem 


55 


Fed 


7 




,223 Rem 


53 


Fed 






.223 Rem Vmt 


53 


Fed 


5 




.223 Rem Vmt 


40 


Win 


4 




223 Rem 


40 


Wm 


2 




22-250 Rem 


52 


Win 


4 

1 




.22-250 Rem Vmt 


52 


Win 


5 




.22-250 Rcrn Vmt 


40 


Fed 


4 




22-250 Rem 


40 


Fed 


2,5 





Premium a rude ummun uion of ihc sapi^ hod vtjurra a t^riratf s*et\ ^oi ad- 
ring than itundurd jiradc ammunilK/n 



Only commcraally aiallobfe bunting ummumnca eoa^ijingn^onuisAms 
undAmmunmn Manufacmrers' insrUuk 'SAAMlI rfav^caliefm aw itsed 
tbrvughoui of (be li ti unknoa-n tsbaignmpiisrsaarrbepfisiBie 

with tbe BOSS u>ing maicb grade ammuntncm. 
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Service or Repair 

If' your firearm shook) require service or re- 
pairs, wc suggc.sr you Urf.\ concacT a local 
recommended Drowning Firearms Service 
CerUer. Conlaa your Browning sponing 
goods dealer or call our Service Dep;irl- 
ment for the address of the Service Center 
nearest you, Ciherwiie. you may >end 
your firearm directly lo our own Ser%ice 
Deparr.mcnr. For technical questions al*)Out 
vour firearm or service call our Service 
Oepariinem, 

Browning Service Department 
3005 4rno/d Tenbrook Road 
Arnold f Missouri 63010-9406 
Phone: U800-322-4626 

Canadian Customers call or write: 

Browning Canada Sports LtdJLtee, 
5617 Chemin St- Francois 
St-Laureni, Quebec H4S 1W6 
Phone: (514) 333-7261 



When a*njming your firearm for .serv icing, 
you m/iSl do The following: 

a, Ik* sure it is cximpkiely unloaded. 

l>. Packige it securely in a cardboard 
contnincr. 

c. lindosc a letter your fiivarm 
that clearly describes the trouble 
experienced and I lie repairsS or 
alterations desired. 

d. If convenienr, send a copy of the 
lonor rn as separately. 

e. Never return atnmunirion with your 
fireann. It is against postal and most 
commerce regulations. 

If you have any questioas about this 
manual or about any other Browning 
products, call or write our Cx)nsumtfi 
Information Ikpartmenl; 

Browning Consumer Information 
Morgan, Utah 64050 
Phone: (801) 876-2711 



